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AUDITOR’S CERTIFICATE 


We have examined the books and accounts of 
S. S. Kresge Company and its subsidiary companies 
for the year ended December 31, 1930, and certify 
that, in our opinion, the foregoing Consolidated 
Balance Sheet and the relative Consolidated State¬ 

ment of profit and loss have been correctly prepared 
therefrom and are properly drawn up so as to show 
the financial position of the combined companies on 

December 31, 1930 and the results from operations 

for the year ended on that date. 

(Signed) PRICE, WATERHOUSE 8s CO. 
Detroit, Michigan, January 26, 1931. 








NUMBER OF STORES 


Number of stores in operation end of each year since incorporation 
in 1912. 


Year Stores 

1912 .85 

1913 .101 

1914 .118 

1915 .139 

1916 .160 

1917 .164 

1918 .170 

1919 .174 

1920 .1S4 

1921 . ..200 

1922 .211 

1923 .234 

1924 . 257 

1925 .306 

1926 . 367 

1927 . ... .435 

1928 .506 

1929 American, 578; Canadian, 19.597 

1930 American, 646; Canadian, 32 .678 



























OFFICERS 


S. S. KRESGE . . . Chairman of the Board 

C. B. VAN DUSEN .... President and General Manager 
R. R. WILLIAMS .... Vice-Prcsident-Merchandising 
P. T. EVANS .... Vice-President-Store Management 

H. H. SERVIS.Vice-President-Real Estate 

C. B. TUTTLE .... . . Treasurer 

R. A. BELL .... Secretary 

J. G. COFFIN ... Comptroller 




DIRECTORS 

S. S. KRESGE, C. B. VAN DUSEN 
C. B. TUTTLE, R. R. WILLIAMS, H. H. SERVIS 
P. T. EVANS, F. R. WERTMAN, R. A. BELL 











